Lakehead Amateur Radio Club 


No meeting held. 


On hand: 


Frank Start - VE3Ad, 

Harry Stephens - VE3AIT, 
Les Harris — VE3AYZ; and 
Stan Dabrowski — VE3ECN. 


Lakehead Amateur Radio Club History Project 


December 1958 


